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The NORWALK LOCK COMPANY is pleased to 
present this new catalog indicating various types of 
NORWALK hardware generally used in the building 
industry. 


This is a streamlined catalog illustrating part ot the 
NORWALK line of builders finishing hardware and 
the SEGALOCK line of Jimmy-Proof Rim Locks. 


Architects, builders and contractors will find this 
catalog of particular interest. NORWALK hardware 
is classified according to type of buildings and the 
function of the various types of mortise locks is 
clearly illustrated. 


Specifications of finishing hardware for residences, 
hotels, institutions, apartment houses are simplified 
by the recommendations covering the specific hard- 
ware suitable for each type of construction. 





Two new series of standardized lock sets, #2500 
and #3700, with dimensions to conform to hollow 
metal door standards are featured. These are illus- 
trated on pages 8 and 9, together with series #42200 
locks which are of lighter construction. The functions 
of these locks are described on pages 10, 11, 12, 13. 


The name NORWALK has heen a symbol of qual- 
ity in the hardware field since 1856, a reputation for 
the highest standards founded on a record of over 
90 years of hardware manufacture. 


NORWALK hardware is installed in many leading 
buildings throughout the country, including hotels, of- 
fices, institutions, government construction and hous- 
ing projects and wherever hardware of quality is 
required. 

It is sincerely hoped that this catalog will prove 


of benefit to the building industry in the selection of 
finishing hardware. 


NORWALK representatives and dealers through- 
out the country will always be ready to render fur- 
ther assistance and service. 


* NORWALK 
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Description of Finishes, Bronze Metal or Bronze Plated 


NORWALK U.S. 





SYMBOL SYMBOL Finis 

B US9 Bronze Natural Color. 

DB US10 Dull Bronze Color. 

DBR US11 Dull Bronze Color, used on 
Ornamental Designs only 
for a two tone finish, 

DBA Dull Bronze Color, used on 

, Hammered Bronze Metal 
only. 

SB US20 Dull Statuary Bronze Color, 
slightly darker than Dull 
Bronze Color. 

PK US3 Brass Natural Color. 

K US4 Dull Brass, Natura] Color. 

KR US5 Dull Brass Color, used on 


Ornamental Design only 
for a two tone finish. 


NORWALK U.S. 


SYMBOL SYMBOL FINISH 
KA Dull Brass Color, used on 
Hammered Brass Metal 
only. 
NP US14 Bright Nickel Plated, Nat- 
ural Color. 
DN US15 Dull Nickel Plated, Natural 
Color. 
cP US26 Bright Chromium Plated, 
Natural Color. 
DCP US26D Dull Chromium Plated, Nat- 
ural Color. 
HPI Dull Imitation Half Polished 
Iron, Black Color on White 
. Bronze Metal. 
HW US19 Sanded Imitation Bower 
Barff Black Color, on 
Brass or Bronze Metal. 
HP USI7A Dull Imitation Half Polished 


Iron, Sanded, Oxidized 
and Relieved. 
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Master Keying Simplified 


The following is suggested for keying of various types 


of buildings: 


RESIDENCE BUILDINGS 
All Exterior Doors keyed alike—or— 


Front Door key to pass other doors, this allows owner 
to use his key throughout the building, any other doors 
opened | y their individual key. On large homes hav- 
ing numerous locks, it is suggested all locks to be con- 


trolled b. a Master Key. 


APARTM! NT BUILDINGS 

Exterior | ront, Rear and Vestibule Doors keyed alike. 
All Apar'ment Doors keyed different to pass above 
Exterior cond Vestibule Doors. 


Master Key to pass all above locks. 


HOTELS 


Generally all Guest Rooms are controlled by Guest's 


Key. Each room keyed different end Master Keyed, 
except on large hotels, each floor would be controlled 
by a Master Key, an Emergency Key where required, 
with a Grand Master Key to pass ali locks. 


OFFICE BUILDINGS 

Master Keying of this type Building is similar to 
Hotels. Individual keys operating on their offices, each 
key different. Doors as Slop Sinks, Utility Rooms, keyed 
alike. Doors as Men's Toilets, Women’s Toilets, each 
type keyed alike separately. All locks being controlled 
by a Master Key. On large Office Buildings, the same 
procedure applies, but it is suggested keying each 
floor or wing under a separate Master Key with a 
Grand Master Key to pass all locks. 

For Buildings requiring more complicated keying sys- 


tems, consult your Hardware Dealer. 





finishes, master keying 
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for residences. 


The following suggestions are typical for specifying 
QUALITY hardware for Residential Buildings. 


These designs can also be specified for Apartment 
Buildings. For other designs see pages 5, 6, 7, 15 and 17. 


i Exterior Doors 


Cast Brass or Bronze 





PL 740631 HV 740631 
10% x 24%" 11% x 3” 


LF 740631 
Hib ss ZA 


Handles outside. Knob inside. Above sets consist of Lock No. 2231 
(see Page 14). Inside trim Wrought “rass or Bronze. Knob No. 8532F, 
Rose 1%4 in. Turn Knob No. 1123. Fo: description of Knob see page 17. 


Push Buttons to Match Above Designs 


Cast Brass or Bronze 





PL 72071 
3x 1%" 


HV 72071 
3x 2%" 


LF 72071 
32x22 


Door Knockers, Letter Drop Plates, Screen Door Hard- 
ware, Door Stops—See Miscellaneous Section. 


aK 


rae 


@ Entrance and Exterior Doors 


Cast Brass 
or Bronze 


Wrought Brass or Bronze 





FU 420611 


GR 464611 CW 730611 
Knob No. 532F Knob No. 8536 PF Knob No. 8650 G 
Rose 134” EsemlOrxGe Rose 2" 


Above sets consist of lock No. 2211 (see Page 14). 


Wi interior and Closet Doors 


Wrought Brass or Bronze 









y oy 
ST 420437 GR 464437 ST 421437 
Knob No. 8532 F Knob No. 532 F Knob No. 2170 F 
Esc. 6 x 142" Rose 1%" Esc. 6 x 142" 


Above sets consist of lock No. 2186 (see Page 14). 


ed Bath Room Doors(and doors not requiring operation by key) 


Wrought Brass or Bronze 





Rei ) 


ST 421442%4 
Knob No. 2170 F 
Esc. 6 x 112” 


ST 42044234 
Knob No. 8532 F 
Esc. 6x 142" 


Above sets consist of lock No. 2187 (see Page 14). Can be furnished 
with an Emergency Key outside. 


GR 46444234 
Knob No. 532 F 
Rose 134" 











The following suggestions are typical for specifying 
QUALITY hardware for Apartment Buildings. 


These designs can be specified for Residential Build- 
ings. For other designs see pages 4, 6, 7, 15 and 17. 


Mi Apartment Entrance Doors 
Cast Brass 
or Bronze 

f ry %. k 228) 


Wrought Brass 
or Bronze 


Wrought Brass 
or Bronze 























EM 420711 VA 72071 KE 420711 
Knob No. 8533 PF Knob No. VA 72049 G Knob No. 8532 PF 
Esc. 8% x 21" Esc. 10 x 234" Esc. 8 x 17" 


Above sets consist of lock. No. 2511 (see Page 14). 


Wi Interior and Closet Doors 


Cast Brass Knob, Wrought 
Rose and Escutcheon 


Wrought Brass 
or Bronze 


Wrought Brass 
or Bronze 





a 


(3) 


: 





EM 420437 RE 564437 KE 420437 
Knob No. 8533 F Knob No. 7652 F Knob No. 8532 F 
Esc. 658 x 1%” Rose 134” Esc. 642 x 1%” 


Above seis consist of lock No. 2186 (see Page 14). 


& Bath Room Doors (and doors not requiring operation by key) 
Wrought Brass 
or Bronze 


Cast Brass Knob, Wrought 


Wrought *rass 
Rose and Escutcheon 


or Bror ‘e 











EM 420442% RE 564442% KE 420442% 


Knob No. °533 F Knob No. 7652 F Knob No. 8532 F 
Esc. 652 x 1%4” Rose 1%4" Esc. 642 x 1%" 


Above seis consist of lock No. 2187 (see Page 14). Can be furnished 
with Emer yency Key outside. 


Pas oe 


hardware for 
building types 
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Eldorado Apartments, New York, N. Y. 





fm Exterior Doors 


Cast Brass or Bronze 








AM 740741 
Size 842 x 2” 


FF 740741 
Size 9 x 134” 


JE 740741 
Size 838 x 242" 


Handles outside and inside. Cylinder outside and Turn Knob inside. 
Above sets consist of lock No. 2541 (see Page 14). 


& Chain Door Fastener 
For security when interviewing through opened Apartment Doors. 


Cast Brass or Bronze, Roll Polish 





Chain—Steel plated, Welded, 6” overall. 


Door Stops, Coat and Hat Hooks, 
etc.—See Miscellaneous Section. 
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for office buildings, schools and hospitals 





The following suggestions are typical for specifying QUALITY hardware 
for Office Buildings, Schools and Hospitals . . . Cast Brass or Bronze. 






@ Entrance Doors to Offices or Rooms 
























Comwall Des'gn America Design Compo Design Doric Design 
Knob 8650 G Knob 8650 G Knob 8650 G Knob 214 in. 
Rose 2'4 in. Esc. 10 x 234 in Esc. 10 x 2%4 in. Esc. 10 x 3 in. 


BB Door Pulls 







4292 4292V2 1337 























1338 
(type of 4293) (type of 4293/2) 1336—43¢@ in. center to center 
4292—4292'2—5\% in. center to center 1337—5368 in. center to center 
4293—4293!2—7% in. center to center 1338—6 in. center to center 
@ Push Plates and Door Pulls on Plates 
cae Hutchinson Memorial, New Orleans, La. 
oo Arm Pull (for hospitals) 

| @ & ; we. : ieee 

EES. \ at 

AM 72092 AM 72096 DR 72092 DR 72096 

America Design ‘ Doric Design 
Sizes—12 x 3, 12 x 342, 14 x 3%, Sizes—10 x 3, 16 x 3, 16 x 3%, 
15x 3%, 16x 3%, 16x 4 in. 16 x 4, 20 x 4 in. 


Push Plates AM 72092 can be lettered “Push” 


Door Pulls AM 72096 can be lettered ‘Pull’ 1394 4 
Transom Hardware, Window Hardware, Door Stops, etc.— Base 3 x 114 in. Projection 3 smea4 Ja 
See Miscellaneous Section. Locks suitable for above buildings (see Pages 10 to 14) 
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hardware for 
building types 






The following suggestions are typical for specifying 
QUALITY hardware for Hotels ... Cast Brass or Bronze. 








@ Entrance Doors to Rooms 


riety. oo tt ce 


Essex House, New York, N. Y. 








Wi Bath Room Doors 


Oakiand Design Westbrook Design Oneida Design Dorset Design : 
Knob 23 x 1% in. | Knob No. 7536 G Knob No. 7532 G Knob No 7532 G Turn Knob Inside Only 
Esc. 9% x 2% in. Rose 1% in. Rose 1% in. Esc. 8 x 2 in. 





Iindicater Button Feature 





To indicate from outside if anyone is occupying the room. WE 730442% ON 730442% 

When the dead bolt is thrown from inside, the button be- Knob No. 7536 F Knob No. 7532 F 
comes rigid. Furnished on escutcheons or on cylinder collar Be mbes TK. 1% x 1¥% in. 
famGacionalorriny Above sets consist of lock No. 2187 (see Page 14) 





Can be furnished with an Emergency Key Outside. 


i Inte ior Doors 





2 Communicating Doors 


Turn Knob Inside and Outside 





WE 7.1437 ON 730437 GB 730437 
Knob No. 7536 F Knob No. 7532 F Knob No. 7534 F 
Esc. 1% x 1¥% in. Esc. 1% x 1% in. Esc. 1% x 1¥% in. 
WE 730448 ON 7 
Above sets consist of lock No. 2186 (see Page 14) c EN) 
Knob No. 7536 F Knob 7532 F 
T.K. 1% x 1% in. T.K. 1% x 1% in. 
Transom Hardware, Window Hardware, Door Stops, etc.— Above sets consist of lock No. 2188 (see Page 14) 
See Miscellaneous Section. Locks for Hotels (see Pages 11 and 13) 





ORWALK ’ 
NORMAL ,.° 





Dimensions of these locks conform to standards established for 
Hollow Metal Door Manufacturers. 





2500 and 3700 series 










LOCKS REGULARLY FURNISHED WITH FLAT STRIKES 
WROUGHT BOX STRIKES FURNISHED ONLY WHEN ORDERED 








SERIES 2500 A = 25/39" Ese Un” Cea tie 
SERIES#3700, | A= 13), B= 1 C= 1," 








FRONT TO BE STRAIGHT OR BEVEL 
BEVEL 7g" IN 2" 


DRILL HOLE FOR 
CYCmal/ZaDIAs 


T.K. 
LOCATION | 


CENTER-LINE OF 
LOCK & STRIKE 





CT’K for Mach. Scvew 12-24 


Lift for Thumb Piece of Handles 


CT’K for Mach. Screw 12-24 


TEMPLATE DRAWING FURNISHED UPON REQUEST 





































































































Thump Thumb 
Lift No. Cyl T.KG Lift 
2556 Both S. 1 None None 
2557 Both S. 1 None | None 
2558 Both S. 1 None None 
2561 Both S. 1 None None 
2562 Both S. 2 None None 
2565 Both S. 2 
2566 Boths. | 1. 
3721 2567 Both S. 1 
3722 | Both S. | h 2568 Both S. 1 
3723 | Both S. | 2570 | 3770 | BothS. 1 
3724 | Both S. 2571 one S.7 ig 





Note: T. K.—indicates ‘’Turn Knob” 





+ ORE 





view 
standardized mortise 
cylinder locks 

















2200 series. | ae 


LOCKS REGULARLY FURNISHED WITH FLAT STRIKES 
WROUGHT BOX STRIKES FURNISHED ONLY WHEN ORDERED 





Sas — 


Ne 2a! ie 
= ae 
A sae ? 


| t 
2 A eat \" 


: | 
loritt 14 HOLE | 
| FOR CYLINDER 
1 








T. K. 
|| LOCATION 




















Use Mach. Screws 10-24 


TEMPLATE DRAWING FURNISHED UPON REQUEST 


Ee Knob Cyl. 


2201 | One Side | None 
| 2202 | Both S. None 


Both S, 1 
Both S. 
Both S. | 
~ Both S. 
Both..S. 
Both S. None 
- Both S. None 
Both S. 2 












Thumb 
Lift No. 
None 2256 

None ~ 2257 

None 2258 
Outside 2261 
Outside 2262 
Both S. 2265 

Both S.|||_ 2266 
Both S. 2267 

None 2268 

None ~ 2270 

None 2271 


















9) 
ps 


aK. Lift No. Knob 

































None 
None 
None 
__None 
None 
None 
None 






















































Ni—Inmlwms/alalala;y)s 
—|/—/e/a/nlno|—|—)| = 
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Note: T. K—indicates "Turn Knob” 








illustrated detail 


For description and operation of these locks, see Pages 12, 13, 14. 
For measurements and template of these locks, see Pages 8-9. 





3716 
3713—2 cylinders 3715—1 cylinder 


3701 3702 





3717 3722 3723 3724 


3721—-Solid Bolt 
1 Turn Knob 





3726 3727 3728 3731 


3735—Without Dead 
Bolt and Turn Knob ~ 


For No. 22090 or ‘Jo. 2500 series—Prefix first two numbers of the serial numbers (22 or 25) and add to last two num- 
bers of locks above. Example: 3701 becomes 2201 or 2501, etc. 
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mortise cylinder locks 
series 3700 





3752—2 cylinders | 








3755 3756 3761 3765 


Type of 3757—3758 3762—2 cylinders 
(See Page 13) 


For Hotel Use 





3766 3771 13711 AtoD 13717 AtoD 
Type of 3767—3768 3770 has Knobs on 13713 A to D— 13716 A to D— 
See Page 13) both sides Double cylinders Dcuble cylinders 


For No. 2200 or No. 2500 series—Prefix first two numbers of the series number (22 or 25) and add to the last two 
numbers of locks above. Example: 3701 becomes 2201 or 2501, etc. . 
i 


; 
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description and construction 


Dead Bolt with hardened 
steel inserts can be fur- 
nished when desired by 
prefixing "HS" to the lock 
number, i.e., HS-3711. 


2200 Construction 
Type did 


3701° Latch bolt by knob from the inside only. 


3702 


3711 


3713 


3715 


3716 


3717 


3721 


3722 


3723 


3724 


3726 


3727 


3728 


3731 





12 jNoRw 


Latch bolt by knobs from either side at all times. 


Latch bolt by knob from either side and by key from outside 
at all times. Dead bolt by key from the outside and turn knob 
from the inside. Outside knob is locked by stop in face. 


Latch bolt by knob from either side and by key from outside 
at all times. Dead bolt by key from bot: sides. Outside knob 
is locked by stop in face. 

Latch bolt by knobs from either si Dead bolt by key from 
one side cnly. 


Latch bolt by knobs from either side. Dead bolt by key from 
either side. 


Latch bolt by knobs from either sid>. Dead bolt by key from 
outside and by tum knob inside. 


Latch bolt by knob from either side. Dead bolt by turn knob 
from the inside only. 


Latch bolt by knobs from eith 
knobs from both sides, each 


side. Split dead bolt by turn 
king against the opposite side. 


Latch bolt by knob from ei! er side. Split dead bolt by key 
from both sides, 2ach locking against the opposite side. 


Latch bolt by knob from either side. Split dead bolt by key 
from one side and turn knob from the other side, each locking 
against the onposite side 


Dead bolt by 


ey from one side only. 


Dead bolt by ) ey from both sides. 


Dead bolt by 
other side. 


ey irom one side and by turn knob from the 


Latch bolt b 
piece except 
outside and 
the key fro: 


1ob from inSide at all times, outside by thumb 

en locked by stop in face. Dead bolt key from 

vurn knob from the inside, a continuous turn of 
1e outside will operate the latch bolt. 


4 
Po 





For No. 2200 series locks—change No. 37 of the lock 
number to 22. Example: 3701 becomes 2201, etc. 








2500 Construc- 
tion Type "F” 


2200 Front 8 x 
1 1/16 in. 


3735 By knob from inside at all times. Outside by thumb piece 
except when locked by stop in face. By key from outside at all 
times. 


3741 Latch bolt by thumb piece from either side and by key from 
outside at all times. Dead bolt by key from outside and by 
turn knob from inside. Outside thumb piece is locked by stop 
in face. 


3742 Latch bolt by thumb piece from either side and by key from 
outside at ail times. Dead bolt by key from both sides. Outside 
thumb piece is locked by stop in face. 


3746 Latch bolt by thumb piece from either side at all times. Dead 
bolt by key from either side. 


3751-3761* By knobs from either side, except when outside knob is 
locked by stop in face. By key from outside at all times. 


3752-3762" By knobs from either side, except when both knobs are 
locked by stop in face. By key from either side at all times. 


3755-3765* By knobs from either side and by key from the outside 
at all times. Outside knob is locked from the inside by master 
key only, unless otherwise ordered. 


3756-3766* By knobs from either side. Key in cylinder outside locks 
the outside knob. When so ordered can be furnished with 
cylinder to control stop-work from inside instead of outside. 


3757-3767* By knob from the inside and by key from the outside. 
Outside knob is always rigid. 


3758-3768" -By knob from inside only. Outside knob is always rigid. 
Turn of key in cylinder inside holds the latch bolt retracted. 


3770* By knob from inside only, outside knob is rigid and serves as 
a pull to close the door. Latch bolt is retracted by key from 
outside. Latch bolt and auxiliary latch bolt are held retracted 
by stop in face. 


3771* By knob from inside only, outside knob is omitted. Latch bolt 
is retracted by key from outside. Latch bolt and auxiliary 
latch bolt are held retracted by stop in face. 


* Auxiliary latch automatically locks latch bolt so that it cannot be 
forced back when the door is closed, but does not prevent key or 
knobs from operating the latch bolt. 


ie 





standardized mortise 
cylinder locks 


Dimensions of these locks conform to standards established for Hollow Door Manufacturers. 
For No. 2500 series locks—change No. 37 of the lock number to 25. Example: 3701 becomes 2501, etc. 


BA No. 2500 and 3700 Series 





2500 Front8 x 1% 


jin. 
HOTEL 
13711A 


13711B 


13711C 


13711D 


13717A 


13717B 


13717C 


13717D 










‘% in. throw on 
Latch Bolt can be 
| furnished on Series 
May No. 3700. Add % 











LOCKS 


Latch bolt by knobs from either side and by guest key, 
master key and grand master key from outside, except 
when dead bolt is projected from the inside. Outside knob 
is locked by stop in face. Dead bolt is operated by tur 
knob only from inside. When dead bolt is projected by 
turn knob from the inside all keys are inoperative. 


Same as 13711A except that it is furnished with emer- 
gency key which is operative at all times and acts as a 
shutout key against all other keys. 


Latch bolt by knobs from either side and by guest key, 
master key and grand master key from outside. Outside 
knob is locked by stop in face. Dead bolt by turn knob 
from inside and guest key from outside. When dead bolt is 
projected from either side the master key and grand master 
key are inoperative. Guest key is operative at all times. 


Same as 13711C except that it is furnished with emergency 
key. Guest key and emergency key are operative at all 
times. When dead bolt is projected by turn knob from the 
inside or by guest key or emergency key from the outside 
the master and grand master keys are inoperative. Emer- 
gency key does not act as a shutout key against guest 
key. 


Latch bolt by knob from inside and by guest key, master 
key and grand master key from the outside except when 
dead holt is projected from the inside. Outside knob is 
always rigid. Dealt bolt is operated by turn knob only 
from the inside. When dead bolt is projected by turn knob 
from the inside all keys are inoperative. . 


Same as 13717A except that it is furnished with an emer- 
gency key which is operative at all times and which acts 
as a shutout key against all other keys. 


Latch bolt ky knob from inside and by guest key, master 
key and grand master key from outside. Outside knob is 
always rigid. Dead bolt by turn knob from inside and by 
guest key from outside. When dead bolt is projected from 
either side the master key and grand master key are in- 
operative. Guest key is operative at all times. 


Same as 13717C except that it is furnished with emergency 
key. When dead bolt is projected by turn knob from the 
inside or by guest key or emergency key from the outside, 
the master key and grand master key cre inoperative. 
Emergency key does not act as a shutout key against 
guest key. Guest key and emergency key are operative 
at all times. 





Construction 





Front8x1% 


Type “Ee in. 


13713A 


13713B 


13713C 


13713D 


13716A 


13716B 


13716C 


13716D 


Latch bolt by knobs from either side and by guest key, 
master key and grand master key from outside, except 
when dead bolt is projected from the inside. Outside knob 
is locked by stop in face. Dead bolt is operated from inside 
only by guest key. When dead bolt is projected by guest 
key from the inside all keys are inoperative ‘rom the 
outside. 


Same as 13713A except that it is furnished with emergency 
key which is operative at all times and which acts as a 
shutout key against all other keys from the outside, but 
does not make guest key inoperative from the inside. 


Latch bolt by knobs from either side and by guest key, 
master key and grand master key from outside. Outside 
knob is locked by stop in face. Dead bolt by guest key 
from etiher side. When dead bolt is projected from either 
side by guest key, master key and grand master key are 
inoperative. Guest key is operative at all times. 


Same as 13713C except that it is furnished with emergency 
key. When dead bolt is projected by guest key from either 
side or emergency key from outside, master key and grand 
master key are inoperative. Emergency key does not act 
as shutout key against guest key. Guest key and emer- 
gency key operative at all times. 


Latch bolt by knob from the inside and by guest key, 
master key and grand master key from the outside except 
when dead bolt is projected from the inside. Outside knob 
is always rigid. Dead bolt is operated from the inside only 
by guest key. When dead bolt is projected by guest key 
from the inside all keys are inoperative from the outside. 


Same as 13716A except that it is furnished with an emer 
gency key which is operative at all times and which cts 
as a shutout key against all other keys from the outside 
but does not make guest key inoperative from the inside. 


Latch bolt by knob from the inside and by guest key, 
master key and grand master key from the outside. Out- 
side knob is always rigid. Dead bolt by guest key from 
either side. When dead bolt is projected from either side 
by guest key, master and grand master keys are inopera 
tive. Guest key is operative at all times. 


Same as 13716C except that it is furnished with an emer 
gency key. When dead bolt is thrown by guest key from 
either side or by emergency key from the outside, muster 
key and grand master key are inoperative. Emergency key 
does not act as a shutout key against guest key. Guest key 
and emergency key operative at all times. 
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mortise locks 








ed Cylinder Mortise Locks (With Cast Bronze Compensating Hubs) 






8 

SS Paar 
) (NORWALK) 
Ok 

















2500 series 3700 series 


SS 
ene type ae 2200 series 2500 series 3700 series 
Front(Cast Bronze) 8 x 1'% in. 8x 1% in. 8x 1% in. 
























) 
Case (Iron) 5154x314 x 3% in. 5134 x 334 x 3% in. 54x4x 13% in. 
Strike (wrought) 45x 1% in. | 534 in. x 144 in. 534 x 14 in. 
Backset (regular) 214 in. | 23% in. 234 in. 
Spacin See page 9 | See page 8 See page 8 


34 in. throw 
54 in. throw 


Dead Bolt (Cas? Bronze) 
Ratch Bolt (Cast Bronze) 


34 in. throw 
% in. throw 


84 in. throw 
%% in. | arow 






























Construction See page 12 See page 12 See page 13 
Operation See pages 12-13 See pages 12-13 See pages 12-13 
Details See pages 10-11 See pages 10-11 See pages 10-11 


@ Latch and Dead Lock 























































































Key Keyed 
8180'’2—Mastex 
Keyed 
8180-81801 
Type 208 8180-81804 
Front Wrought Bronze, Cast Bronze, 
246x1" 44x11’ 
Case(lIron) 34x 1b” 2% x34 x %" 
Backs2t 23%" 25%" 
Latch Bolt | Cast Bronze, 34” throw None 
Hub (Iron) 546” None 
Turnblers None 3—640 changes 
2186-218612 Dead Bolt None Cast Bronze, 44" throw 
Type of 2184-2185 Operation By knob from either side] By key from either side 
ao eee ypeae ___ 9420 9341 es 2188 2187 2184 to 2186%4 
Front ____}| Wrought Steel, 5% x 74" | Wrought Steel, 534 x 134%,” | Cast Bronze, 54% x 1%" Cast Bronze, 54% x 14" Cast Bronze, 544 x % 
Case (Iron) me Eo See 34 x3%x%" [3% x3%x%" | 3% x38y%x% | 334 x3uU%x%" 
Backset fe) aes 244" 234° ae 2c nana oe 244" 
Latch Bolt, %" throw | Plated Iron Plated Iron Cast Bronze - CastBronze_—*«| Cast Bronze 
Dead Bolt, 12” throw _ ee — Plated Iron Plated Iron Cast Bronze lll Cast Bronse Samael Cast Bronze 


ety (from center of knob | 2!,” to center of key post 23%" to turn knob hub 26" to center of turn knob | 23%” to center ofturn knob | 2°(¢” to center of key post 
u 


Hub (iron) aie ‘ 54” 546° (knob); 3%" (turn knob) | °%" (knob); %%" (turn knob) | 5%" (knob); $4” (turn knob) 546” 
No. of Tumblers i One— 12 changes None None None 2 186—Three - 36 changes. 
| 218614—Three - Master 
Keyed - 250 changes. 
2184 — Latch only — no 
dead bolt. 2185—One- 24 











7 a changes. 
Use — * Interior Doors Bathroom Doors Communicating Doors Bathroom Doors Interior Doors 
Operation of all types (Lofch | Dead bolt by key from | Dead bolt by turn knob | Split dead bolt by turn | Dead bolt by turn knob | Dead bolt by key from 
bolt by knobs from ney | either side. from inside. Can be fur- | knob from both sides, | inside only. Can be fur- | either side. 
side.) nished with emergency | each locking against the | nished with emergency 
key. other side. key. 





mortise locks 
entrance handle sets 








entrance handle sets 





Push buttons can be furnished to match all designs illustrated. For other polished designs, see Pages 4 and 5. 


Sizes given are for handles only and do not include cylinder collar. Sets illustrated below consist of lock No. 2231, 


see Pages 9, 10, 12 and 14. Numbers shown below comprise a complete lock set. 


Cast Brass or Bronze 





Barcelona Design Dorchester Design Brockton Design Windsor Design Dijon Design 


11% x 3 in. 11% x 2% in 10 x 2% in. 12% x 2% in. ll x 2% in. 
BA 740631 DO 740631 BR 740631 WN 740631 DJ 740631 





Fleur-de-lys Design San Marco Design Winthrop Design Devonshire Design Heart Design 
11% x 3% in. 10% x 2% in. 10 x 2% in. 12 x 2% in. 11% x 3 in. 


FL 740631 SM 740631 WH 740631 DN 740631 HE 740631 





Knob Attachments 





Type of Mountings 





Type sony 


Both knobs are threaded and screwed onto the spindle 
to retain proper adjustment and free action. The knob 
is held in place by means of a threaded set screw 
that fits into the groove of the spindle. Range of adjust- 
ment 1 inch. 





Type “Gg” 


The outside knob is attached by means of a pin fast- 
ened through the spindle and covered by the thimble 
of the rose or escutcheon. The inside knob is threaded 
allowing the knob to be screwed to close-fitting con- 
tact and is held in place by means of a threaded set 
screw that fits into the groove of the spindle. Used 
with wrought round one-piece kuobs with cast shank 
and cast knobs, except where noted on knob pages. 
Range of adjustment 1 inch. 





Mi Hand of Doors 











Type i hae 


The outside knob is attached by means of a pin fast- 
ened through the spindle and covered by the thimble 
of the rose or escutcheon. The inside knob shank is 
covered by means of a loose sleeve or movable ring 
which conceals the set screw. Used with knobs with 
cast shanks only. 





Type “DP” 


Outside knob is attached by means of a pin fastened 
through the spindle and covered by the thimble of the 
rose or escutcheon. The inside knob is threaded allow- 
ing the knob to be screwed to close-fitting contact and 
is held in place by means of a threaded set screw that 
fits into the groove of the spindle. Used with wrought 
round one-piece knobs. Range of adjustment 1 inch. 








S 
ene eS 
ae 5 =e cil 
Outside Outside 
Left hand door open- Right hand door open- 


ing in. Left hand reg- 
ular bevel loc. (LH) 





ing in. Right hand 
regular bevel lock. 
(RH) 


Outside Outside 
Left hand door open- Right hand door open- 


ing out. Left hand re- 
verse bevel lock. 
(LHRB) 


ing out. Right hand 
reverse bevel lock. 


(RHRB) 








Pie La } 
miscellaneous section / 








8484 G 4485 G 
Cast Brass or Bronze, Polished Cast Brass or Bronze, Polished 
Lever—2 in. Lever—2 2 in. 
Projection—2 in. Projection—2% in. 
Cast Rose—1% in. Cast Rose—1% in. 
@ Door Knobs 
Spindle 5/16 in. | 





8533 F 2170 F (Glass Top) 8536 F 
Wrought Brass or Bronze, Wrought Brass or Bronze, Wrought Brass or Bronze, 
Polished—2 in Polished—2 in. Polished—2 in. 
Rose—1% in. Rose—1% in. Rose—2 in. 





8532 F 7651 F—7652 F 7536 I" 
Wrought Brass or Bronze, Cast Brass or Bronze, Polished Cast Brass or Bronze, 
Polished—2 in. Rose—1% in. Polished—2 in. 
Rose—1% in. 7651—1% in. Rose—1% in. 
7652—2 in. 





532 F—535 F 8535 G 7533 F—7534 F 
Wrought Top, Cast Shank, Wrought Top, Cast Shank, Cast Brass or Bronze, Polished 
Brass or Bronze, Polished Brass or Bronze, Rose—1% in. 
Rose, Wrought—1%4 in. Polished—2% in. 7533 F—1% in, 
§32 F—2 in. Rose, Cast—2 in. 7534 F—2 in. 


535 F—1% in. 


The symbol after the knob num- 
ber indicates the attachment 
type, see Page 16. 





7532 F 


Cast Brass or Bronze 
Polished—2 in 
Rose—1% in. 


8650 G 


Cast Brass or Bronze, 
Polished—2 in. 
Rose—2 in. 





ERLE Te TAT SS EET IC | SARTO RN TT TE RAEI OES TS OT RR RL BRA ALS eT LS Se a A a a aa a a Pa a TT I I TS ET IEE 


@ Universal Door Closer 


For Exterior and Interior Doors— 
Reversible Right or Left Hand 













Size Check Type of Door Maximum Door Size 





For light interior doors Wet tey US cil! be Aaah s-@ FO 


For light exterior doors 1S lexacy Ouex 1.0) 
Corridor and office doors 


of wood and metal 1343 47 x 70" 





For ordinary exterior doors 
and heavy interior doors 


PRS? S AM OMe ae ilo 





For heavy exterior doors 
and heavy interior doors SxS 
subject to strong draughts 


<x ion 








Mi Screen Door Closer 
For Screen, Storm and Light Interior Doors 











Model No. 46 


.NOR\ 
Z 10F Abuser L 


FU SCOR TOF ARE 


Case, cast iron unpolished, 
brown finish. 












































FEATURES 


Bracket has compensating bolt and nut to 
eliminate binding. 


After sufficient checking a by-pass releases 
the pressure and allows the door near clos- 
51 ing point to latch shut. 


Thumb screw permits precise adjusting to 
desired closing cycle. 


Screen Door Catches —for doors % to 138 in. 


Mortise Type—Reversible 








9712 Fulton 


Case 136 x 124 x 2%in: Cast iron 

Front........ 2°2 x 1) 16 in. Cast brass or bronze, polished 

Backset. . 114 in. Hub—cast iron, 5/16 in. 

Knob.............. 1/4 in. Wrought brass or bronze, polished 

Lever . Cast brass or bronze, polished 

Escutcheon... 4 1'2 in. Wrought brass or bronze, polished 

Operation... Latch by knob outside and by lever inside, 
stop in escutcheon will dead lock latch bolt. 









Length over all 29 ae 16 in. 

Steel cylinder—length eet 10% in. | 
Bracket for jamb . 2 ees ene o/s xe aan 

Bracket for valve end cap 1% x % in. 

Finish ... Sprayed bronze 
Hondas Reversible 


Space required between doors—2' in. Packed, one in 
a box with screws and wrench, 











4450 Flat strike for doors 
opening out. 
4450¥%2 Box strike for doors 





Opening in. 

Casey 24 x 1% in. Cast brass or bronze, pol- 
ished 

Knobs 1% in. Wrought brass or bronze, polished 

Hub. 5/16 in. Cast bronze 

Leverive ee Cast brass or bronze, polished 

Escutcheon...... 4¥2 x 1% in. Wrought brass or bronze, 
polished 

Operation....... Latch bolt operated by knob from outside, 


by lever inside. Slide stop in lock will 
dead lock latch bolt. 








miscellaneous section 





@ Door Knockers i Door Stops 


Cast Brass or Bronze, Polished Cast Brass or Bronze, Polished 











8556-8565 
8556-- Projection 2-2 in 
8565—Projection 3%4 in. 
8554 
Height 1% in. 
Base | '%4 in. e 


for commercial buildings 











851712 8515 Type of 8561 ES cua 
814 x 212 in. 72 x 4 in. Projection 334 in. 855912 
Base 214 in. Type of 8559'2 ES 


8560— with hook 


Height 3 in. 
8561—without hook eignt 3 in 


Base 2! 2 in. 
8559—-with hook 
8559!z—without hook 


i Letter Drop Plates 


Cast Brass or Bronze, Polished 





























8560 “ES” Symbol for 8559 
Type of 8560 ES Expansion Bolt. Type of 8559 ES 














@ Coat and Hat Hooks 


Cast Brass or Bronze, Polished 


























AM 72062 


3% x 10 in. 
Opening 112 x 7 in. to conform to 
U.S. Postal Regulations 


Attached by machine screws through / 
inside plate and door. 













Mm) 
Hl 


1 a 


id 


UMN 









AM 72062 can be furnished with 
wrought chute, AM 72064. 



























































8815!2 8813 
Projection 3 in. Projection 3 in. 
T8815! 2—Roll Polish T8813—Roll Polish 





Inside hood of AM 72062 





NORWALK * 





HB Sash Sockets BB Sash Lifts 











$287 Cast Brass or Bronze, 8615—8617'2 Brass or 
: 820014 Cast Brass or 
Polished © ; Bronze, Polished 
Bronze, Polished Vex i¥ein. 


1% x 234 in. 8615—Cast; 8617 Y2—Wrought 


Case 15/16 x 212 in. 
Strike 58 x 2!2 in. 
T 8287—Roll Polish 





8107, 8108, 8708 Cast Brass or Bronze, 





q Le Polished 

4278 Cast Brass or Bronze, 822014 W htB 8107—$ i 
Polished : eanenge 7a es 
8108—4 in. 


Case 72 x 2 5/16 in. or Bronze, Polished 
1] in. diameter 8708—4% in. 


Strike 78 x 2 5/16 in. 


Hi Casement Fasteners 
Mi Stop Bead Screws 
























LAF 907 to 909 602 Wrought Brass or 
At : Plate 2x 1¥% in. Bronze, Polished 
8s Cast Brass or Bronze, Screw—1 in., No. 8, 
Polished Round Head 


Uortise 


907—Rim Strike 
908—Surface Strike 
909—Mortise Strike 













































































8022 Cast Brass or Bronze, Polished 
Plate 1% x 8% in. 1%x9% in. 1% x12%% in. 1%x 14 in. 
Sin: 12 in. 14 in. 





































































8020 Cast Brass or Bronze, Polished 
Bar 3 in Diameter. Sash Plate %4 x 2¥% in. Sill Plate 7e x 2 in. 





Pole Hangers and Sash Pulls Illustrated on Page 21. 


— ee 


NORWALK 





eee 
20 
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miscellaneous section 


_ transom, bolt and hand rail hardware _— 








a Transom SGN @ Bolts 


Flush Extension Surface Type 
Type 


Cast or Bronze, 

































































Polished 
Y2 in. 
Rod 
uu all 8200 1144x2%in. 
8210 134x2% in. 
Independent Latch Bolt 
& EOE Chain 
| \ 0 8804 8804'4—R8804 Cast 
Hi iN bs Dn Brass or Bronze, Polished 
\ | e) Plate 6% x 1% in. 
Uae EN ZA 
hy 8804 4—Rounded Front 4227 WroughtBrase 
R8804—Rabbeted Front or Bronze, Polished 
9, 12, 15, 18, 24, 30 in. Rods 6, 9, 12, 18 ins Length 


Mi Handrail Brackets 


Cast Brass or Bronze, Polished 





8497%4 Wrought Brass or Bronze, Polished 
Plates 134 x 1 in. 
Sizes 9, 12, 15, 18 in. 





@ Sash Pull 
With Rubber Tip 





8820 Base to center of 
rail 3 in. 


Base 3 x 158 in. 


@ Pole Hangers 














4172 Type of 4174 
Base to center of rail 3% in. 
Base—3 in. 


8197 Cast Brass or Bronze 
Polished 4172—-with 12 x 3 in. Square Head Lag 
234 x1 in Screw and Expansion Shield 


82204 Cast Brass or Bronze, 4174—with Diamond No. 5, 5/16 x 4 in. 

















Polished Round Head Toggle Bolt. Other lengths 
1% in. diameter when so ordered. 


45 in. long 





NORWALK 


Segal rim deadlock and latch, jimmy 
proof rim and mortise deadlocks 





Two keys furnished 
with each lock 












































224 


666° (Type of 666KN*—no tum 
knob). Jimmy proof Cylinder Rim 
Deadlock 

















CA OOI0 X 666 


5 ==3 Combination Latch and Lock No. 666. 
Knobs 2% in. Escutcheon 10 x 2% in. 








C 666* Jimmy proof Cylinder Rim 
Deadlock with key releasing 
chain 





* Tested, approved and recom- 
mended »y burglary insurance 
companies. 


as 


688° Jimmy proof Cylinder Dead- 
lock with Double Cylinders 









Ua 


999 (Type of 992-—no turn knob) 
Jimmy proof Cylinder Rim Cross 
Bolt Deadlock 





1505—Type of 1505'%4—1505'2 
Front 6 x 1-3/16 in. Cast Bronze 
(with wzench proof cylinder) 
Jimmy proof Cylinder Mortise 
Cross Bolt Deadlock (Reversible) 





996 Jimmy proof Cylinder Rim 
Cross Bolt Deadlock with Double 
Cylinders 


222 Cylinder Rim Deadlock, 


Note: All above | cks except 212—222 and 1505 series are equipped with an automatic cylinder guard, If the 
cylinder is forced from the lock, the guard covers the spindle hole, this prevents operation of the bolt. 











_|___Cylinder Strike Bolt Backset Operation 


Cast Bronze | Angle, can Cast Bronze | Standard, 23% in. | Outside by key, inside by turn 
furnish flat. knob. 
Angle, can Cast Bronze | Standard, 23, in.| By key from both sides the 
furnish flat. double cylinders insure safety 
where the panels of a door 
are frail or made of glass. 


By key outside and by turn knob 
inside. When the bolt is 
| For doors thrown and the chain is set in 
opening in place from the inside, the key 
only will retract the bolt and re- 
lease the chain. 


Case 
666 | 234 x 43, x 1 in., Cast Bro: 


234 x 43x lin, Cast Brone | Cast Bronze 


) 


Cast Bronze | Angle, can Cast Bronze | Standard, 234 in. 
furnish flat. 









} 
1505 4x 3!4x 74 in., Cast Bronze 


214 x 3l%x 13% in., Cast Bronze 


21x 3%x 13% in., Cast Bronze 


Cast Bronze 


Cast Bronze 


Cast Bronze 


Cast Bronze 


Wrench 


Proof, 114 


in. long 


Angle, can 
furnish flat. 


Angle, can 


furnish flat. 


Angle, can 
furnish flat. 
Angle, can 
furnish flat. 


Cast Bronze, 


Self Adjust- 


ing. 


Cast Bronze, 
% in., throw 


Cast Bronze, 


34 in., throw 


Cast Bronze 


Steel Inserts 


Cast Bronze 
Steel Inserts 


Cast Bronze 


Steel Inserts 


Standard, 234 in. 


Standard, 23 in. 


Standard, 23 in. 


Standard 23 in. 





Outside by key, inside by turn 


knob. 


Standard, 23 in. 


Outisde by key, inside by turn 
knob. 


Outside by key, inside by turn 


knob. 


By key from both sides. The 


double cylinders insure safety 
where the panels of a door 
are frail or made of glass. 


1505—Key from outside only. 


150514—key outside and by 
turn knob inside. 1505144— 
Key from both sides. 














Segal key duplicating machines— 
precision built 





Standard professional key maker for 
over a quarter of a century. 


With bronze oilite bushings for sliding shaft and roller bearings fer drive shaft which 
insures smooth operation and may be replaced when worn. 


Light Duty—non-automatic, 
without motor 


Rectifying Device 


All these machines are equipped 
with a patented rectifying device 
consisting of a pair of slides 
which fit into and grip the lower 
grooves of cylinder keys. In this 
way the measurements of the 
depth of the cuts is made from 
the lower groove rather than from 
the bottom of the key, thus elimi- 
nating any danger that the cuts 
might vary in depth due to a 
variation in the key blank. 





+ a 
LJ cat erat YS. 












815 
Cutters—800E and 1825 
Weight, 23 lbs. 


Heavy Duty—non-automatic, 
without motor 





800E 
High speed slotting cutter 





1825 
Carbon steel milling cutter 


= 





1835 
Cutters—800E, 1825, 1825B. Same as 1815 
having one additional cutting wheel. 
Weight, 34 lbs. 


| 


oe 


For side ward cuts on bit keys, 
can be furnished with all ma- 
chines except No. 815. 





Heavy Duty—fully automatic, 
with motor 











SoxrasEre 





1825B 
Extra large high speed slotting 
cutter for extra deep cuts on bit 
keys and flat keys 


1825 
Cutters—800E, 1825, 1825B. 
Weight, 74 lbs. 


1/12 H.P. Motor, Turning at 350 R.P.M. is recommended for best service. 




















Heavy Duty—non-automatic, 
without motor 










LOMB . 


Je sets 


1815 
Cutters—800E and 1825 
Weight, 33 lbs. 


Heavy Duty—fully automatic, 
without motor 






Jy TATED 


io 








1845 
Cutters—800E and 1825. Same as 1825 less 
motor and cutter 1825B. 
Weight, 37 lbs. 


Heavy Duty—fully automatic, 
without motor 










JP asTak eT aye, 
|  FSUaTIY © | 
1855 
Cutters—800E, 1825, 1825B, 825B. Complete 


as 1825—but without the motor 
Weight, 38 lbs. 





Will cut cylinder keys, barrel keys, bit kevs 
and flat keys. 


LL 


23 


ee < 





representative installations 


Hoiel Barbizon-Plaza 
New York, N. Y. 


Louisiana State Capitol 
Baton Rouge, La. 


Beresford Apartments 
New York, N. Y. 


Jefferson Hospital 
Philadelphia, Pa. 


Lefcourt Colonial Building 
New York, N. Y. 


Veterans Hospital 
Waco, Texas 


Evening Post Building 
New York, N. Y. 


Hotel New Orleans 
New Orleans, La. 


~ Wagner Memorial Lutheran College 
Staten Island, N. Y. 


Hotel Los Angeles Biltmore 
Los Angeles, Calif. 


Lefcourt Newark Building 
Newark, N. J. 


Edgewater Gulf Hotel 
Edgewater Park, Miss. 


Maytlower Hotel 
Washington, D.C. 


Veterans Hospital 
New Bedford, Mas:. 


Canadian Pacific Building 
New York, N. Y. 


Earle Theatre 
Washington, D.C. 


Holland Plaza Building 
New York, N. Y. 


Hotel Markham 
Gulfport, Miss. 


Hotel Sherry-Netherlands 
New York, N. Y. 


Library of Philadelphia 
Philadelphia, Pa. 


Lefcourt National Building 
New York, N. Y. 


Silver Springs Theatre and Shopping Center 


Silver Springs, Md. 


Baptist Temple 
Rochester, N. Y. 


Philadelphia Athletic Club 
Philadelphia, Pa. 


Clinton Hill Apartments 
Brooklyn, N. Y. 


Inquirer Building 
Philadelphia, Pa. 


U.S. Hotel Thayer 
West Point, N. Y. 


Y.M.C.A. 
Jamaica, N. Y. 


